Dart Aerospace Ltd. 


* Date: Monday, 12/01/2009 2:31:15 PM 
User: / Julie Dawson 


x Process Sheet 
Customer : CU-DAROO1 Dart Helicopters Services Drawing Name : LEFT STEP 
Job Number : 44581 | 
Estimate Number — : 11238 
P.O. Number : Part Number : D34363 
This Issue : 12/01/2000 — S.O.No. : Drawing Number — : D3436 REV A 
Prsht Rev. : NC Project Number : N/A 
First Issue 217 Type : SMALL/MED FAB Drawing Revision : A 
Previous Run : 41944 Material : 
Written By е Due Date : 30/01/2009 
Checked & Approved By : Р YA 
Comment : Est. A05.05.10 New issue KJ/JLM 


Additional Product 


ai | ШІ | Ш 


Seq. #: Machine Or Operation: Description : 
1.0 M4130NT 1000W049 4130 RD Tube 1.00 X .049"W 


Comment: Qty.: 0.6020 f(s)/Unit Total: 3.6118 f(s) 


4130 Tube 1.0'D X .049'W 


Cut material : AISI 4130N Steel tubing MIL-T-6736, AMS 6371, 6360,6361,6362,6373 or 6374 to 6.88" as per 


wg 03436 
í (M4130N-T1000W049) 3 
Identify for D3436-3 - 
Batch: /ҰМ047/1 2. %-/-26 


SMALL FAB 1 SMALL & MEDIUM FAB RESOURCE 1 


Comment: SMALL & MEDIUM FAB RESOURCE 1 

Scribe blank as per template DT8771 then cut as per i D3436 
Identify as D3436-3 

Dwg Rev. f. 

Deburr 


6 


Comment: DIMENSIONAL CHECK S ол 
PACKAGING 1 PACKAGING RESOURCE #1 


ШІ ШШ 


Comment: PACKAGING RESOURCE #1 
identify and Stock 


DIMENSIONAL CHECK 


Page 1 Form: rprocess 


Dart Aerospace Ltd 


WORK ORDER CHANGES 


Approval 
PROCEDURE CHANGE Chief Eng / Approval 
: nspector 


Part No: PAR #: Fault Category: NCR: Yes No ПОЛ: Date: 


Resolution: Disposition: QA: N/C Closed: Date: 
WORK ORDER NON-CONFORMANCE (NCR) 


Corrective Action Section B 


NOTE: Date & initial all entries 


H:\fFORMS\Quality Assurance\approved QA\NCRWO RevE 


Date: Monday, 12/01/2009 2:31:15 PM 
User: * Julie Dawson 


Customer: CU-DAROO1 Dart Helicopters Services 


Job Number: 44581 


Machine Or Operation: 


QC?1 


Process Sheet 
Drawing Name: LEFT STEP 


Part Number: D34363 


Description : 
FINAL INSPECTION/W/O RELEASE 


ЇШ э 


Comment: FINAL INSPECTION/W/O RELEASE 


Page 2 


Form: rprocess 


Dart Aerospace Ltd 


WORK ORDER CHANGES 


W/O: 
| Approval 
DATE | STEP PROCEDURE CHANGE Chief Eng / Approyal 
| nspector 


Part No: PAR st: Fault Category: | NCR: Yes Мо ООА: Date: 


Resolution: ` Disposition: QA: N/C Closed: Date: 


Ба өтер е n uam of NC Corrective Action Section B 


n uam A 


NOTE: Date & initial all entries 


HMFORMS Quality Assurance\approved QA\NCRWO RevE 


DESIGN DRAWN BY 
MB MB 


DART AEROSPACE LTD 


HAWKESBURY, ONTARIO, CANADA 
CHECKED m | APPROVED DRAWING NO. REV. A 
x H 


| - 03436 SHEET 1 OF 4 


DATE TITLE SCALE 
05.04.28 MAINTENANCE STEP | 


А 05.04.28 NEW ISSUE 


SEEN EER ONTAGD д 
MANUFACTURER'S (REP) 


SPECIFICATION D3436-1 
(2 PLACES) CLAMP (1) 


CUT AFTER 
WELDING 


0.63 
(TYP) 


D3436-9 PAD (2) D3436-5 
BUSHING (4) 


D3436-3 
LEFT STEP (1) 
OR 


mo 34364 


RIGHT STEP (1) 
(NOT SHOW 


n 


VIEW A-A 


ANTI-SKID 
PAINT 


0.13 


D3436-041 
CLAMP 


D3436-043, LH STEP 
D3436-044, RH STEP 
(NOT SHOWN) 


WELDING 


z 


OTES: 
3 POSITION PARTS AS PER JIGS DT8772 AND DT8773 
3 


WELD PER DART QS! 004 


FILLET BOTH ТОР AND BOTTOM EDGES OF CLAMP ALONG 2.38 1.0. SHOP COPY 
SECTION TO 0.03 RADIUS TO PREVENT SCORING AND SCRATCHING RET 
OF SKID CROSS TUBE URN TO 
4) FINISH: POWDER COAT WHITE GLOSS (4.3.5.2) PER DART QSI 005 4.3 ENGINEERING 
5) APPLY BLACK ANTI-SKID PAINT AS SHOWN PER DART 051 005 44 UNCONTROLLED COPY 
6) TOLERANCES ARE PER DART QS! 018 UNLESS OTHERWISE NOTED ^. Y | 


7) ALL DIMENSIONS ARE IN INCHES SUBJECT TO AMENDMEIIT 


COPYRIGHT © 2005 BY DART AEROSPACE LTD. 


THIS DOCUMENT IS PRIVATE AND CONFIDENTIAL AND IS SUPPLIED ON THE EXPRESS CONDITION THAT IT IS NOT TO BE USED FOR ANY PURPOSE OR COPIED 
OR COMMUNICATED TO ANY OTHER PERSON WITHOUT WRITTEN PERMISSION FROM DART AEROSPACE LTD. 


DART AEROSPACE LTD 


HAWKESBURY, ONTARIO, CANADA 
DRAWING NO. 


D3436 


TITLE 


MAINTENANCE STEP 


DESIGN DRAWN BY 
MB MB 
X) # 
DATE 
05.04.28 


REV. A 
SHEET 2 OF 4 


D3436-1 CLAMP 


1) MATERIAL: AISI 4130N STEEL TUBING PER MIL-T-6736, AMS 6371, 
6360, 6361, 6362, 6373 OR 6374 (REF. DART SPEC. M4130N-T2500W063) 


2: 


D3436-5 BUSHING 


2) MATERIAL: AISI 4130N STEEL TUBING PER MIL-T-6736, AMS 6371, 
6360, 6361, 6362, 6373 OR 6374 (REF. DART SPEC. M4130N-T0375W049) 


. REL 


EASE EE 


03235-1 -5, GENERAL NOTES: Е RETURN.TO 


3) TOLERANCES ARE PER DART QS} 018 UNLESS OTHERWISE NOTED ENGINEERING 
4) ALL DIMENSIONS ARE IN INCHES p 
5) BREAK ALL SHARP EDGES 0.005 TO 0.010 


COPYRIGHT © 2005 BY DART AEROSPACE LTD. 


THIS DOCUMENT IS PRIVATE AND CONFIDENTIAL AND IS SUPPLIED ON THE EXPRESS CONDITION THAT IT IS NOT TO BE USED FOR ANY PURPOSE OR COPIED 
OR COMMUNICATED TO ANY OTHER PERSON WITHOUT WRITTEN PERMISSION FROM DART AEROSPACE LTD. 


шш? | oes a DART AEROSPACE LTD 

B HAWKESBURY, ONTARIO, CANADA 

CHECKED у | APPROVED 44 | DRAWING NO. REV. A 
Ta ^ 03436 SHEET 3 OF 4 

TITLE SCALE 


MAINTENANCE STEP 12 


e 5.85 (REF) RETE 


MAKE CUT-QUT AS PER 
TEMPLATE DT8771 


D3436-3 LEFT STEP 
(D3436-4 RIGHT STEP - OPPOSITE, NOT SHOWN) 


1) MATERIAL: AISI 4130N STEEL TUBING PER MIL-T-6736, AMS 6371, 
6360, 6361, 6362, 6373 OR 6374 (REF. DART SPEC. M4130N-T1000W049) 


oe Жм 0.050 


D3436-7 CAP 


2) MATERIAL: AISI 4130N STEEL SHEET PER MIL-S-18729, AMS6350 OR 
AMS 6351 (REF. DART SPEC. M4130N-S050) 


D3436-3/ -7, GENERAL NOTES: 
- 3 TOLERANCES ARE PER DART QSI 018 UNLESS OTHERWISE NOTED 


4) ALL DIMENSIONS ARE IN INCHES SHOP COPY 
5) BREAK ALL SHARP EDGES 0.005 TO 0.010 RETURN TO 
| ENGINEERING 


UNCONTROLLED COPY 
| SUBJECT TO An T 


COPYRIGHT © 2005 BY DART AEROSPACE LTD. up 


THIS DOCUMENT IS PRIVATE AND CONFIDENTIAL AND IS SUPPLIED ON THE EXPRESS CONDITION THAT IT IS NOT TO BE USED FOR AN УР 
OR COMMUNICATED TO АМҮ OTHER PERSON WITHOUT WRITTEN PERMISSION FROM DART AEROSPACE ТО, 


DRAWN BY 


DART AEROSPACE LTD 


HAWKESBURY, ONTARIO, CANADA 


DESIGN | 
MB 
DATE 
05.04.28 


REV. A 
SHEET 4 OF 4 


MAINTENANCE STEP 


D3436-9 PAD SHOP COPY 


RETURN TO 
NOTES: ENGINEERING 
1) MATERIAL: 60 0 DUROMETER NEOPRENE SHEET, 18" THICK... CONTROLLED COPY 
2 2) TOLERANCES A ARE PER DART QSI 018 UNLESS OTHERWISE NOTEDBJECT TO AMENDMENT 
3) ALL DIMENSIONS ARE IN INCHES wr т NOTICE | 


COPYRIGHT © 2005 BY DART AEROSPACE LTD. 


THIS DOCUMENT IS PRIVATE AND CONFIDENTIAL AND IS SUPPLIED ON THE EXPRESS CONDITION THAT IT IS NOT TO BE USED FOR ANY PURPOSE OR COPIED 
OR COMMUNICATED TO ANY OTHER PERSON WITHOUT WRITTEN PERMISSION FROM DART AEROSPACE LTD. 


